Instagram Update Feed “Bug” Fallout, Dow Jones Surges 1,000 
Points in Greatest Recovery Ever 
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Trending several times on twitter globally, insta users awake to crazy home feed glitch; the stock market 
recovered biggly. 


#InstagramUpdate #WTFInstagram #DowJones #StockMarket #TrumpEconomy 
Links 

Insta: https://twitter.com/instagram/status/1078335326991667205 

Archive: https://archive.ph/dNRqN 


Obama/Trump/Obama/Trump Economy?: https://www.msn.com/en-us/money/markets/dow-soars-950- 
points-erases-losses-from-worst-christmas-eve-ever/ar-BBRqXPq 


Archive: http://archive.is/E8Jle 
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